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ORIGIN SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018R 

DRAFTED BY A/SY/T: JFPERDEW:PH 
APPROVED BY A/SY/T: JFPERDEW, ACTING CHIEF 

009785 

R302113Z IUL 75 
FM SECSTATE WASHDC 
TO AMCONSUL LENINGRAD 
INFO AMCONSUL FRANKFURT 


LIMITED OFFICIAL USE STATE 179881 
E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: ALARM FAILURE 
FRANKFURT FOR RTC, LENINGRAD FOR PSO 
REF: LENINGRAD LL63 

1. SY/T HAS SPARE PDI-803 ZONE MODULE BOARDS, TYPE 2803, ON 
HAND FOR REPLACEMENT. 

2. ZONE MODULE BOARDS FOR ZONES 1-5, 6-10, 1 1-15 AND 16-20 
ARE ALL ALIKE AND INTERCHANGEABLE. 

3. SY/T WILL POUCH NEW MODULE BOARD AS REPLACEMENT FOR 
FAULTY UNIT. THIS BOARD CAN BE USED FOR ANY ZONE GROUP. 

UNIT TO BE POUCHED UNDER REGISTRY NUMBER 2533009. 

4. SHOULD THIS NOT SOLVE YOUR PROBLEM AND RTC/FRANKFURT 
DOES NOT HAVE REPLACEMENT PDI-803 UNIT, ADVISE. UNIT WITH 
ADDITIONAL MODULE BOARDS CAN BE REPLACED FROM SY/T. INGERSOLL 
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